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Exhibit No: 59a15 To Contract: HF +CT-692 
Date: November 11, 1958 2 


From: The Firewel Co,, Inc, 


(Contractor ee ee eae ee 


Tos 25X1A9a 
(Contracting Officer) 


Item Part § 
No. No. Nomenclature Qty. Unit Price Total Price 22 
TG Unit Price Total Price w— 
1%" F2400~6 Regulat | oe 
| egulator 1 $345.72 $345,72 . 


Prices are fair and reasonable and this 


Exhibit is hereby approved, 
Contractor wattants prices conform to the 


price formula in effect on date of this 


25X1A9a Exhibit. 


25X1A5a1 


SIGNED: 
Approved For Release 200@s@itbiaaGlA-RDP8 1B00878ROO0SYO1 68056 F ) 


SIGNED: 


AR RM 


Contracting Officer) 


